RINGLAND  HALL,  Hastings  College,  Hastings,  Nebras- 
ka.    Hastings  College  is  a  fully  accredited  college  of  the 
liberal  arts,  affiliated  with  the  Presbyterian  Church,  U. 
S.  A.     Ringland  Hall  is  named  for  the  first  president,  J 
Dr.  William  F.  Ringland,  1883-1896.  ^ 
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